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UNCLASSIFIED 

PAGE 01 CAIRO 03522 311713Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO FBOE-OO /016W 

102833 010314Z/61 

R 311610Z JAN 78 
FM AMEMBASSY CAIRO 
TO SECSTATE WASHDC 4956 
INFO AMCONSUL ALEXANDRIA 
AMCONSUL KARACHI 

UNCLAS CAIRO 03522 

KARACHI FOR RCO 
E.O. 11652: N/A 
TAGS: AFAC, ABLD, ASEC 
SUBJECT: A/C INSTALLATION 

REF: STATE 021584 


Message Text 


1 . SEABEE IN-CHARGE PREPARED SEPARATE REPORTS WHICH 
STATED A) (FOR CAIRO INSTALLATION) "NO REMOTE. NOT ON 
SITE AND NOT NEEDED DUE TO MAINT. AND SECURITY REASONS." 
B) (FOR ALEXANDRIA INSTALLATION) "REMOTE PANEL NOT 
INSTALLED. IT WAS NOT ON SITE AND NOT AVAILABLE. UNIT 
WOULD NOT BE P.M. PROPERLY IF REMOTE PANEL WAS TO BE 
INSTALLED." 


2. BASED ON THE ABOVE AND DISCUSSIONS WITH INSTALLATION 
TEAM, NO FURTHER PLANS WERE MADE TO INSTALL REMOTE CONTROL 
UNITS. UNITS HAVE BEEN OR WILL BE MANUALLY CONTROLLED. 


3. EFFORTS ARE UNDERWAY TO HAVE LOCAL VENDOR COMPLETE 
ALEXANDRIA PROJECT E.G., REPAIR NO. 1 COMPRESSOR FLOW 
SWITCH; CHARGE NO. 1 UNIT WITH FREON-22; AND REPLACE/ 
REPAIR NO. 2 COMPRESSOR ST AT. EILTS 


UNCLASSIFIED 
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